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SUBJECT: PHYSICAL SECURITY - CHANCERY, WELLINGTON 
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1 . AS PRESENCE OF VP ADVANCE TEAM IN AUSTRALIA AND NEW 
ZEALAND DURING PERIOD OF MARCH 2 - 6, 1976, WILL DELAY RSO 
PLANNED MAR 1 VISIT TO YOUR POST, THE FOLLOWING RECOMMENDATIONS 
FOR ENHANCING PHYSICAL SECURITY OF THE LOBBY OF THE NEW CHANCERY 
ARE SUBMITTED FOR YOUR CONSIDERATION. ON MY ARRIVAL WE CAN 
DISCUSS AND MR. VESPERTINO SUBMIT REQUIRED CHANGES TO FBO. 

2. (LINE COORDINATES ARE FROM SHEET A/6 OF PLANS DATED 
2/15/73). INSTALL PARTITION ALONG LINE 8 BETWEEN LINES D/E. 

PARTITION TO INCORPORATE "LEXAN" BULLET-RESISTANT TRANSPARENT 
PLASTIC OR BULLET-RESISTANT GLASS FROM FLOOR TO CEILING. 

PARTITION TO HAVE TWO DOORS, ALSO OF "LEXAN' 1 OR BULLET- 
RESISTANT GLASS, EQUIPPED WITH ELECTRIC DEADBOLTS. ONE DOOR 
FOR ACCESS TO NORTH WING OFFICES AND THE OTHER FOR ACCESS TO 
SOUTH WING OFFICES. 

3. RELOCATE DOOR 4, LINE E TO LINE 8, SOUTH CORRIDOR EITHER 
AT OR ADJACENT TO RECESSED DISPLAY AREA. 
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IF VIC VESPERTINO WILL PROVIDE ME WITH FOLLOWING WHEN I 
ARRIVE AT POST: 

A. UP-TO-DATE SCHEMATIC OF THE INTERIOR OF THE A CR PARENT 
ROOM WITH ACCURATE INTERIOR DIMENSIONS OF CEILING HEIGHTS 
(FALSE CEILING HEIGHT, HEIGHT TO SLAB ABOVE, LOCATIONS OF ANY 
BEAMS AND CLEARANCE TO FLOOR.) 

B. LOCATION OF A/C POWER PANEL FOR THE AREA. IT MAY BE THAT 
THE A/C UNIT FOR THE ROOM WILL HAVE TO BE LOCATED ON THE ROOF 
WHICH WILL REQUIRE TWO - 13" AND ON - 3" (INSIDE DIAMETERS) 
OPENINGS TO THE ROOF THROUGH THE END OF THE ROOM ADJACENT TO 
THE AMBASSADOR'S OFFICE. 

C. ALSO WILL NEED TO KNOW: PLANNED LIGHTING FOR THE ROOM. 
FLOOR LOADING FIGURE FOR THE AREA, ARE WINDOWS OF PARENT 
ROOM BARRED TO THE LOBBY ROOF, AND HEIGHT OF PARAPET AROUND 
THE ROOF. HARGROVE 
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